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December 7, 1973 


| WEW APPOINTMENT | 


STIRLING DORRANCE, Loyola's Director of Development, will assume 
additional responsibilities as the new Development Officer for 
Sir George Williams University, replacing Brian Selwood whose 
resignation was recently announced. 


Mr. Dorrance will continue to report to Reverend Patrick G. Malone, 
S.d., both in his continuing capacity as Director of Development 
at Loyola and as Development Officer for Sir George Williams. 


In addition to continuing the present work of the Sir George 
Williams Development Office, Mr. Dorrance will begin work on 


the organization of development plans for Concordia University. 
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